THE   LAST  DAYS   OF   MADRID

Capitalism,   the   Spanish   Falange,   which   was   neither
monarchist nor republican, but Fascist.

The Labour parties were as follows:

Basque Nationalists (Nationalistas vascos}.

Republican Union (Union Republicana).

Republican Left Wing (Izquierda Republicana).

Catalonian Left Wing (Esquerra Cataland).

The above may be described simply as Republican.

Spanish Socialist Party (Partido Socialista Espanol}.

Communist Party (Partido Comunista).

United Catalonian Socialist Party (Partido Socialista
Unificado de Cataluna. Known as the P.S.U.).

United Marxist Workers Party (Partido Obrero de
Unification Marxista. Known as the P.O.f/.M.).

Syndicalist Party (Partido Syndicalista).

Spanish Anarchist Federation (Federation Anarquista
Iberica. Known as the F.AJ.}.

The above may be described as Republican Workers* Parties.

There were two Syndicalist organisations on the side of
Labour, the General Union of Workers (Union General de
Frabajadores, known as the U.G.T.) and the National
Labour Confederation (Confederation National del Trabajo>
known as the C.N. T.}.

It is necessary to examine the formation of these two
factions, and appreciate something of the significance
and value of the forces which went to the making of them.
And for that we must turn to history for a moment,
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